Number of Calculational Errors* 

Tar and Nicotine Determinations 
Federal Trade Commission 
Laboratory Sheets 

Number of Calculational Errors 


Date of Report 

Brand 

Cigarettes 

Monitor 
Cigarettes 

Total 

October 10, 1968 

65 

* * 


February 27, 1969 

73 

'** 


duly 9, 1969 

42 

** 


November 19, 1969 

43 

20 

63 

May 18, 1970 

60 

15 

75 

October 21, 1970 

5 

0 

5- 

August 1971 

4 

18 

22- 

March 1972 

2 

1 

3 

August 1972 

4 

4 

8 

February 22 > 1973 

12 

3 

1 5 

August 1973 

23 

1 

24 


*Calculational differences were counted only if the 
error was at least 0.2 mgms for TPM and 0.02 for 
nicotine. 

**Not counted for these reports. 


EXHIBIT 1 


PM3001059963 


Source: https://www.industrydocuments.ucsf.edu/docs/hkkk0001 



